From: Bob Dietz [bobdietz51(S)gmail.com] 

Sent: 1/25/2018 7:51:41 AM 

To: Tarr, Jeremy M [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=98859532088e4437968231eb6fef6b70-jmtarrl] 
Subject: [External] ACP 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious 
email as an attachment to report.spam@nc.gov. 


Jeremy, this is Bob Dietz a long time resident of NC and I am asking you and our Governor to please 
require at LEAST three more public hearings on this ACP project. I know you and the Governor realize the 
lack of need for this fossil fuel project that places so many low income families in “the line of fire” 
is not needed and will not help bring our area the economic boost these energy companies advertise. I as 
you to please support future hearings before any decision is made. Thank you in advance. 

Bob Dietz 

310 Kettlebridge Dr. 

Cary, NC 27511 



